START OME PF OJECTS V 


suv THIS 


GET THIS 


FREE 
2 


M12" REDLITHIUM” 
CP2.0 2 Ah Battery 


$64.97 


NO LIMIT. 
VALUE 


. 


SALE ACE REWARDS 
$199.00 -560 EXCLUSIVE* 


DEWALT® 20V MAX 
Compact Drill& | 
Impact Driver Kit 
2489540 


SAVE $30 


SALE 


Milwaukee® 
FUEL” Brushle 
Drill/Driver & 


Impact Driver Ki 


2026860 


(i 2289800] } 


ACE REWARDS | 
EXCLUSIVE* 


SAVE 


INSTANTLY 


CRAFTSMAN? Bit 
Set, Blade Sets and 
Battery-Powered 
Screwdriver Kits~ 
00411520 — 2029745, 4 


YOUR CHOICE 


SALE 


Stanley® and 
Irwin® Hand Tools 


& Accessories 
27501, 2124634, 21466, 
2170918, 2107738, 2091635 


ACE REWARDS 
EXCLUSIVE’ 


SAVE 


Select 1” Filtrete” 
1000 Allergen 
Defense Air Filters 
Limit 4 each. 


ACE REWARDS 
EXCLUSIVE* 


SAVE 


Select 1” Filtrete 1500 
Allergen, Bacteria & 


Virus Air Filters 
Limit 4 each. 


| 
[wy 


Select Feit Electric 
Decorative LED Bulbs™ 
+ Clear or Frosted Glass G25 Bulb 3/Pks. 
+ White Filament Candelabra Bulb 4/Pks. 
3014458, 3014457, 3912144, 3014459, 
3911948, 3014460, 3911963, 3912086, 
3005600, 3005592 

White Filament Candelabra LED Bulb 
2/Pk., 3005618, 3005626...SALE $5.99 
each. 


Woy ° 
Bt Yat 


*See page 4 for Ace Rewards Savings details. **Not all eligible products are pictured. See store for more details or if product SKUs are listed, you can type the SKU(s) into search bar on acehardware.com for full product description. 


40. 


January Red Hot Buys 


AM1 


SALE 


Feit Electric 
Color-Changing Smart 


WiFi LED Bulb 3/Pk. or 


4' LED Utility Light 
3004570, 3501707 

Soft White or Daylight Smart 
WiFi LED Bulb 3/Pk., 3004001, 
3004002...$15.99 each. 


\P 
LED == 
4 LED Utility Light 4 


BUY ONE 


ea 
ay Om ss BE 
Smart WiFi Bulb 


Select First Alert® Carbon 
Monoxide Detectors™ 
5977533, 5975461, 5975545, 5975578, 
Seas 5976964, 5007002, 5007001 

Q ==>— © Limit 4. 


Not available where prohibited by law. 


2231226ML, 02, Versions: CA, DS, FN, NR, NW, SO, TR 


